
Massachusetts Project Blue Book Unknowns 

Feb 5, 1950; Teaticket, Massachusetts. 5:10 p.m. Witnesses:
Marvin Odom, former U.S. Navy, USAF Lt. Philip
Foushee, pilot from Otis AFB, and two others. Two thin,
illuminated cylinders, one of which dropped a fireball,
maneuvered together and then disappeared high and fast after 5
minutes.

Sept. 21, 1950; Provincetown, Massachusetts. 9:52 a.m. Witness:
M.I.T. research associate and Air National Guard Maj. M.H. Ligda.
Radar tracking of one object during M.I.T tracking of USAF flight
of F-84 or F-86 jet fighters. Object speed was 22 miles/minute
(l,200 m.p.h.), made turn of 11-12 gs acceleration during 1
minute observation.

April 17, 1952; Longmeadow, Massachusetts. 8:30 p.m. Witnesses:
S.B. Brooks, chemical engineer J.A. Eaton. One round, deep
orange object flew fast and erratic, occasionally emitting a
shaft of light to the rear during a 40 minute sighting.

April 24, 1952; Milton, Massachusetts. 2:30 p.m. Witnesses:
three Cambridge Research Center electronics engineers, one named
Buruish. Two flat, red squares flew wobbly in level flight,
climbed, levelled out during 1.5 minute observation.

June 17, 1952; Cape Cod, Massachusetts. 1:28 a.m. Witness:
pilot of USAF F-94 jet interceptor. A light like a bright star
crossed the nose of the airplane while being observed for 15
seconds. No further information in the files.

July 16, 1952; Beverly, Massachusetts. 9:35 a.m. Witness: U.S.
Coast Guard photographer Shell Alpert. Four roughly elliptical
blobs of light in formation photographed through window of photo
lab.

July 22, 1952; Holyoke, Massachusetts. After midnight. Witness:
Mrs. A. Burgess. One round, yellow, flashing light went
downward. No further information in files.

July 22, 1952; between Boston and Provincetown, Massachusetts.
10:47 p.m. Witnesses: pilot and radar operator of USAF F-94 jet
interceptor. One round blue light passed F-94, spinning.

Oct. 10, 1952; Otis AFB, Massachusetts. 6:30 p.m. Witnesses:
USAF S/Sgt., two other enlisted men. One blinking white light
moved like a pendulum for 20 minutes, and then shot straight up.





